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August 12, 1971 


Dr. William W. Bates • ■ 

Mr. Edward S. Harlow 
Dr. Ivor W. Hughes 
Dr. Murray Senkvs 
Dr. Alexander W. Spears 
Dr. Helmut Wakeham 

Gentlemen: 

Enclosed is a copy of the long awaited 
FTC report which was published today in the 
Federal Register . 

Sincerely yours, 


WLS/ps 

Enclosure 

cc: Dr. W. B. Bennett, Jr. 
Mr. Brooks George 
Mr. Thomas Holley 
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